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President of Wisconsin Public Service Corporation, who was honored at ae 
a testimonial dinner in recognition of 50 years of public service { 





“O.K.... WE'RE 


o. when you need it most —that’s what 
\J short-wave radio now puts at your com- 
mand. In cases of emergency, that is, where life 
or property is threatened, power companies 
among others —now have for their use ten high- 
frequency radio channels. These have recently 
been assigned by the Federal Communications 
Commission. 


Already one power company has a radio com- 
munication system in operation, and a second 
company is now installing one. In this newest 
hookup, two supervisors’ cars will utilize two- 
way radio and ten service trucks will be equipped 
with receivers. When an emergency call reaches 
the trouble-call board, the call will be dispatched 
over an ultra-high-frequency transmitter, con- 
veying instructions to the service trucks. The 


ON THE WAY...” 


supervisors will be able to talk with the dis- 
patcher immediately, if necessary. After arriving 
at the scene of the trouble, they can discuss the 
emergency with him and call for assistance or 
directions, as needed. This radio equipment will 
be ready to serve at any time, day or night. 


Speed is the keynote of this newest aid in reduc 
ing the hazards of power transmission and dis- 
tribution. In addition to its assistance in accident 
prevention and control, two-way radio will, in 
many cases, permit significant savings In answer- 
ing emergency calls. 


General Electric’s years of work in short-wave 
radio communication have contributed much to 
the sure operation and low cost of this equipment. 
It is this kind of progress that you encourage b) 
your purchases of General Electric equipment. 


GENERAL @ ELECTRIC 








ews. 


SSUE 





UCR) 


OCTOBER 15, 1938 


VotumeE 110 





NuMBER 16 





Standard Gas & Electric Makes 
Changes in Line With Utility Act 


Victor Emanuel elected a director and board chairman to succeed 
Doriot — Lynch resigns as president and director of mutual service 
company to be succeeded by Hagenah — May dissolve Standard Power 


Several important changes in the 
Standard Gas & Electric Compamry 
system have and are to take place to 
meet the requirements of the Public 
Utility Holding Company Act. Last 
week Bernard W. Lynch, president, an- 
nounced that Victor Emanuel had been 
elected a director and then chairman 
of the board. Mr. Emanuel succeeds 
Georges F. Doriot, who has been named 
as a voting trustee of the holdings of 
H. M. Byllesby & Company in Stand- 
ard Power & Light. 

At the same time Mr. Lynch an- 
nounced that he had resigned as presi- 
dent and a director of Public Utility 
Engineering & Service Corporation and 
that William J. Hagenah had been 


elected to succeed him in both positions. 


Will reacquire company 


It was stated by Mr. Lynch that 
these changes have been brought about 
as the result of the recent emergence 
of Standard Gas & Electric from re- 
organization proceedings under section 
77-B of the Federal Bankruptcy Act 
and on account of negotiations now 
pending for reacquisition by Standard 
Gas & Electric of Public Utility Engi- 
neering & Service Corporation as a 
wholly owned subsidiary. It is under- 
stood that SEC opinion favors utility 
service companies being wholly owned 
subsidiaries of holding companies 
rather than service units mutually 
owned by the operating companies. 


Some time ago Public Utility Engi- 
neering & Service was set up as a mu- 
tual service organization for Standard 
Gas & Electric subsidiaries. The parent 
company received about $400,000 for 
the organization. Should the parent 
company reacquire the service organ- 
ization approval of state commissions 
may be necessary since the operating 
companies would have to dispose of 
capital assets. 

Mr. Lynch said that the changes 
constitute a further step in the policy 
of Standard Gas & Electric in com- 
plying with the spirit of the utility act. 

Under the utility act H. M. Byllesby 
& Company, now operating in the in- 
vestment banking and _ underwriting 
business only, had to set up a voting 
trust for its holdings in Standard Power 
& Light. Mr. Lynch has resigned as a 
voting trustee for the 330,000 common 
Class B shares of Standard Power & 
Light. Mr. Doriot and H. E. Treide, 
director of the Baltimore Museum of 
Art, have been named as trustees. 


May dissolve unit 


Discussions are to the effect that 
Standard Power & Light be dissolved 
as a second-degree holding company 
and eliminated from the Standard Gas 
system. This would be another step 
in the simplification of the system and 
in line with the utility act. 

Mr. Emanuel is president of Standard 
Power & Light and has previously been 





a director of Standard Gas & Electric. 
He has served as a director of various 
public utility operating companies and 
is a director of Republic Steel Cor- 
poration and an officer or director of 
Aviation & Transportation Corporation 
and of other industrial corporations. 

Mr. Hagenah will retire from the 
law firm of Hagenah & Flynn, of which 
he is senior member. He formerly was 
a vice-president and special counsel of 
the service corporation of which he now 
is president. 

” 


REA-Financed Unit 
Placed in Service 


The first REA-financed hydro-electric 
generating plant has recently been put 
into service at Quinault, Wash., accord- 
ing to an announcement made by REA. 
This plant will make electric service 
available to more than 150 rural fami- 
lies in Grays Harbor County, near the 
Quinault Indian Reservation and in the 
foothills of the Olympian Mountains. 
It is owned and operated by the REA- 
financed Quinault Power Company, a 
farmer’s co-operative. 

Although this is the first hydro-elec- 
tric plant financed by REA to go into 
actual operation, one in Wyoming and 
another in Oregon are now under con- 
struction and twelve Diesel plants 
financed by REA are in operation. 


Make Another Try to Place 
City in Utility Business 


A new attack is being made by pro- 
ponents of municipal ownership of 
utilities to have Menominee, Wis., go 
into the utility business. Recently voters 
rejected, by an advisory vote, 2,928 to 
400, a proposal to have the city erect 
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a duplicate electric system and plant. 
Wisconsin Public Service now serves 
Menominee. 

The new proposal is to have the city 
purchase the present utility distribu- 
tion system and a wholesale purchase 
power plant. The proponents of the 
plan have asked the utility to name a 
price for the facilities. At present the 
Francis Engineering Company of 
Saginaw, Mich., which originally laid 
out the Diesel engine plan, is attempt- 
ing to evaluate the property of the util- 
ity and work out a purchase price ac- 
ceptable to the city and the company. 


Wiring Programs Launched 


During the eight months since the 
National Adequate Wiring Program was 
launched 150 active local wiring promo- 
tion programs have been inaugurated 
throughout the country. Sixteen cities 
have been licensed to operate the certifi- 
cation plan and national headquarters 
has been in correspondence with more 
than 400 cities and towns located in 46 
states. 

. 


Reduces Employee Accidents 


As the result of an accident-preven- 
tion contest among companies of the 
Associated Gas & Electric System con- 
ducted during June, July, and August 
this year, the number of accidents in 
which employees lost time from their 
work was reduced to 191 from the 323 
which occurred in the same months of 
1937, a report of the system’s safety 
department states. 


Wisconsin Public Service Head 
Honored at Testimonial Dinner 


John P. Pulliam rounds out fifty years of service to the public — 
Governor LaFollette, labor organizations and associates and friends 
in utility industry send congratulatory messages 


Marking a long career in _ public - 


utilities, John P. Pulliam, president of 
the Wisconsin Public Service Corpora- 
tion, established this month a record 
of fifty years of service to the public. 
At a testimonial dinner given at 
Oshkosh last week by his associates. 
Mr. Pulliam was presented with a 
leather-bound volume containing a mes: 
sage signed by approximately 1,500 
employees of the corporation, resolu- 
tions from the companies with which 
he is associated, messages from the 
American Federation of Labor union 
organizations and congratulatory mes- 
sages from Governor LaFollette and 
associates and friends in the utility in- 
dustry throughout the United States. 


Began Career in Louisville 


Mr. Pulliam began his business 
career fifty years ago as a telegraph 
operator for the K. & I. Bridge Com- 
pany in Louisville, Ky., where he was 
born September 17, 1874. For about 
twenty years he was employed by rail- 
roads, both steam and electric, in Ken- 
tucky, Indiana and Michigan. 

In 1907 Mr. Pulliam went to Wis- 
consin as superintendent of the Winne- 
bago Electric Traction Company at 


ADEQUATE WIRING DISPLAY—Special panelboard developed by the Dallas Ade- 
quate Wiring Committee and demonstrated at the recent National Home Show there. 
Individual circuits of Nos. 14, 12 and 10 wire were connected with a meter to show 
wattage losses. A total connected load of 1,920 watts was used; on the No. 14 wire the 
meter showed a loss of 80 watts, on No. 12 a loss of 52, on No. 10 a loss of only 35 
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Oshkosh. In 1917 he became associated 
with Clement C. Smith in Milwaukee 
and served as general manager of Wis- 
consin Public Service Corporation at 
Green Bay for about six months. and 
then returned to Milwaukee to be. 
come vice-president and general man- 


ager. 


President in 1932 


It was in 1932 that he was elected 
president of the company and _ the 
Menominee & Marinette Light & Trac- 
tion Company. Since the death of Mr. 
Smith, in 1935, Mr. Pulliam has as. 
sumed direction and management of all 
the Smith enterprises. 

Throughout his career Mr. Pulliam 
has been active in the electric, gas and 
transportation associations, both na- 
tionally and locally. He served as presi- 
dent of the old Wisconsin Gas Associa- 
tion and also was president of the Wis- 
consin Electrical Association. Through 
his efforts in 1924 these associations 
were merged into the present Wiscon- 
sin Utilities Association, of which he 
was the first president. 


Recommend Changes 
in Electrical Code 


Recommendations for revision of the 
electrical code were made at the re- 
cent annual meeting of the Northwest- 
ern section, I.A.E.I., at Spokane, Wash. 

The use of the term “special per- 
mission” in many places in the code 
came in for attack as it was said this 
term added to the difficulties of enfore- 
ing authorities as well as bringing into 
question the legality of the code for 
adoption in a municipal ordinance. It 
was suggested that this term be elimi- 
nated in the code. 


Adequate wiring indorsed 


The meeting indorsed the adequate 
wiring program and requested Under- 
writers’ Laboratories and cable manu- 
facturers to co-operate in producing 4 
uniform identification mark for the new 
deprotonized rubber-covered wire with- 
out lead. covering. 

Officers elected included Chester M. 
Kirsop, president; Blaine Grey and 
H. C. Swann, vice-presidents, and F. D. 
Weber, secretary-treasurer. 
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Commercial Cookery Council Sees 


Deep Fat Fryer a Sales Leader 


Fuel competition, co-operation with food service equipment dealers 


and plans for coming year feature Chicago meeting — Utilities ad- 


vised to take lead in educational drive 


Praise for the deep fat frver as the 
evangelist of complete use of electric 
cooking in commercial eating places 
dominated the discussion of methods 
used and results obtained in sales of 
pantry and counter equipment that en- 
gaged liveliest attention at the meeting 
of the Commercial Electric Cooking 
Council in Chicago last week. 

The fryer was seen as a sales leader 
for toasters, grills and hot plates. In 
one case cited the performance and 
economy of a fryer sold a complete elec- 
tric kitchen to a college with a produc- 
ing gas well on its property. In another. 
the fryer paid for itself in two months 
by savings in fat alone and made easy 
the sale of other equipment. 


Two obstacles appear 


From the discussion, it appears that 
two obstacles rise most frequently to 
impede the sale of commercial electric 
cooking. A major obstacle is the apathy 
of kitchen equipment dealers, many of 
whom make little or no effurt to sell 
electrical devices. 


L. to r. top—H. P. Meehan, Pennsyl- 
vania Power; C. G. Ong, Northern States 
Power; Helen Cross, Edison General 
Electric Appliance; Bruce Fleming, 
N.E.M.A.; N. H. Collisson, American 
Gas & Electric. Bottom—G. C. Armstrong, 
B. H. Atwood of Public Service of 
Northern Illinois; P. M. Alden, chair- 
man; Les Whitchurch, Commonwealth 
Edison; T. I. Messenger, Buffalo, Niagara 
& Eastern Power; P. F. Kauffman, Com- 
monwealth Edison; H. M. Kemmer, 
Appalachian Electric: Power; William 
Insull, Western Reserve Power & Light; 
George D. Boyd, Monongahela West 
Penn Public Service 
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This charge was met and admitted by 
I. S. Annof during the discussion in 
his capacity as president of the Food 
Service Equipment Industry Associa- 
tion. Mr. Annof said that the reason for 
the condition was the failure of elec- 
trical people to sell their wares to the 
equipment dealers whose salesmen, by 
and large, are unacquainted with elec- 
tric appliances and are not sure of 
their technicalities. 


Offer $10 prize 


Mr. Annof told his audience they 
should undertake in their own commu- 
nities the task of educating equipment 
dealers and salesmen if they wish to 
enlist these men in the promotion and 
sale of commercial electric cookery. 

After the discussion, P. M. Alden, 
chairman of the council, outlined plans 
for the coming year. He said that a 
large display board was being prepared 
to show dramatically the values of com- 
mercial electric cooking and would be 
available to members for use in their 
cities. Letters will be sent to utility 
executives to acquaint them with the 
activities of the Council and the prog- 
ress made. 

Consistent effort will be made to col- 
lect case material and in the further- 
ance of that effort $10 will be paid for 
each story published in a monthly bul- 
letin the first issue of which will appear 
in January, 1939. A sales training book- 





















let with text contributed by restaurant 
experts is in preparation. A new series 
of direct mail pieces is on the way. A 
strong point made by Mr. Alden was 
that utility men engaged in the promo- 
tion and sale of commercial electric 
cooking have not convinced their execu- 
tives of the value of the load and con- 
sequently top interest is lacking. 


Cites selling aids 


The high point of the formal section 
of the program was a talk by Clyde 
Davis, Jr., of Percy A. Brown & Com- 
pany, restaurant operators of Wilkes. 
Barre, Pa., who said that to be able 
successfully to sell electrical equipment 
to the restaurant owner, a salesman 
must know more of the restaurant own- 
er’s requirements, not only in terms of 
electrical equipment, but in terms of 
food, of restaurant customers and of 
restaurant staff personnel. 

T. I. Messenger, Buffalo, Niagara & 
Eastern Power Corporation, set forth 
the aims and purposes of the council, 
how it is organized and what it has 
accomplished. 

* 


FPC Issues Regulations 
on Preservation of Records 


FPC has announced its issuance of 
regulations to govern the preservation 
of records by public utilities subject to 
the jurisdiction of the commission and 
by licensees holding licenses issued by 
the commission. The new regulations 
have been made effective as of August 
1, 1938, and set the periods of time that 
corporate and general, plant and de- 
preciation reserve, treasury, revenue 
accounting and collecting, payroll and 
personnel, purchases and stores, opera- 
tions, statistics and miscellaneous rec- 
ords must be retained. 
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ALL-EMPLOYEE CHORUS—Consolidated Edison Company of New York, Inc., pre- 
sents this all-employee chorus on its new radio show, “Around the World in New 
York” which is being heard every Tuesday evening over Station WJZ at 7:30 p. m. 


Board Sets Hearing 
on Rock Island Plan 


FPC has ordered that a hearing be 
held on October 26 on the matters in- 
volved in the determination of the actual 
legitimate original cost of the initial 
Rock Island project of the Puget Sound 
Power & Light Company. The Rock 
Island hydro-electric development was 
the first major power development on 
the Columbia River and is located in 
the geographical center of the State of 
Washington between the Bonneville 
and Grand Coulee developments. The 
license was issued in 1930 for a period 
of fifty years to the Washington Elec- 
tric Company, a Puget Sound sub- 
sidiary, and was transferred to the 
Puget Sound Company the following 
year. 

The project’s power house was de- 
signed on the basis of an ultimate 
capacity of ten 15,000-kw. generating 
units, with provision for the possible 
addition of two more units should this 
be desirable at some future date. 


Merger Benefits Discussed 
Before Wisconsin Board 


S. B. Way, president of the Mil- 
waukee Electric Railway & Light Com- 
pany, testified at a recent hearing of 
the Wisconsin Public Service Commis- 
sion that the requested reorganization 
and refinancing of the company would 
effect savings in interest, improve the 
company’s credit and “permit it to meet 
its public service obligations more effi- 
ciently.” 
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The company has received permis- 
sion to merge with an affiliate, the Wis- 
consin Electric Power Company, to call 
in old financial obligations and issue 
new ones at lower interest rates. Pos- 
sible savings on the refinancing would 
be $700,000 to $800,000 a year, Mr. 
Way declared. 


Ask Utilities to Make 
Use of News Sources 


Public utilities were urged to make 
use of accounting figures to inform 
customers and the public costs of sup- 
plying service, Harry L. Adams of 
Klau-Van Pietersom-Dunlap Associates, 
Milwaukee, told the recent meeting of 
the accounting section of the Wiscon- 
sin Utilities Association. 

Mr. Adams asserted that accountants 
hold the key to interesting news the 
utilities can give their customers. He 
urged that such news be given out in 
terms to catch public attention and 
to reach public understanding. 

During the meeting in Green Bay 
the section discussed determination of 
original cost, accounting and financial 
problems related to regulation and the 
responsibilities of accountants in the 
present utility situation. 
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Seeks to Purchase System 


Portland General Electric Company, 
Portland, Ore., has filed with the FPC 
an application for authorization to pur- 
chase the system and the plant of the 
Mt. Hood Electric Company. The Mt. 
Hood company owns and operates a 
transmission and distribution system in 
Clackamas County, Ore. 


Seek Dissolution 
of Power District 


Protesting against the operation of 
the commissioners for the Public Utility 
District of Pacific County, Washing. 
ton, a petition has been filed with the 
county auditor asking the dissolution 
of the district and requesting the audi- 
tor to place the proposal for such dis. 
solution on the ballot in the November 
election. The petition was signed by 
2,429 qualified voters of the county, 
nearly one-third of all the voters, and 
more than the 2,383 favorable votes 
received by the proposal when it was 
originally voted to form a Public Util- 
ity District in the county in November, 
1936. 

The petition raises a legal question, 
since there appear to be no statutory 
machinery through which a_ public 
utility district can be dissolved in the 
state of Washington after it is once 
formed. The county district attorney 
has advised the county auditor to check 
the names of the petitioners as to their 
qualifications as voters and submit the 
petition with his findings to the county 
commissioners. 

Activities of the three power com- 
missioners are cited in the petition 
as the chief cause of protest. Being 
supposed to serve without pay, they 
have allowed themselves approximately 
$3,000 for expenses up to July 31, 
which is about one-third of the amount 
spent for the same items by all fifteen 
of the county districts now formed and 
operating in Washington. Other ex- 
penses of the district to date, taken 
from the tax levied for operating the 
district, have been substantial. The dis- 
trict as yet owns no power property 
and sells no power. 


& 
Carrier Files Debentures 


The Carrier Corporation has filed 
with the SEC a registration statement 
for $2,500,000 ten-year 4% per cent 
convertible sinking-fund debentures due 
on October 1, 1948. Proceeds will be 
used to retire $1,500,000 of loans and for 
working capital. 


NY PA NJ Suit Dismissed 


Federal Judge Alfred C. Coxe has 
dismissed without prejudice a suit filed 
by NY PA and NJ Utilities Corpora 
tion against the New York Public Ser 
ice Commission and the Rochester Gas 
& Electric Corporation in which the 
plaintiff asks the court to invalidate 4 
commission order of September 28, 
1936, which prevented Rochester Gas 
& Electric from declaring or payiné 
dividends on its common stock. 
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Alabama Power to Begin Program 


of System Facilities Improvement 


Expenditure of $383,000 will be made to extend transmission and 
distribution network — President Martin says work will be in addition 
to regular work — Sees continued expansion of business in territory 


A program to improve service facili- 
ties in the southeastern section of its 
territory will be undertaken by the 
Alabama Power Company in the near 
future. It is planned to spend approxi- 
mately $383,000 for improvements and 
additions to transmission and distribu- 
tion facilities. This amount includes 
only the major equipment which will 
be purchased or moved into the terri- 
tory. 

Thomas W. Martin, president, stated 
that “this substantial improvement pro- 
gram is in line with the company’s 
policy of providing electrical facilities 
in line with both the immediate and 
anticipated electric service needs of the 
territory it serves.” 


Start field work 


Preliminary engineering work has 
been in progress for some weeks on the 
project and materials and equipment 
are already on hand or on order, with 
active work in the field scheduled to 
start this week. It is anticipated that 
the program will be completed next 
March. 

The improvement program is in ad- 
dition to regular minor extensions and 
additions which are made from year to 
year and which will probably amount 
to several hundred thousand dollars 
more during the next twelve months 





should business continue at present 
levels or improves, Mr. Martin points 
out. 

Included in the plans is a partial re- 
building of the present high-voltage 
supply line to Union Springs, the ex- 
tension of 110,000-volt service as far 
as Eufaula, the reconstruction of the 
44,000-volt line between Eufaula and 
Dothan and extensive improvements 
and additions in and around Dothan. 

Mr. Martin stated that the comple- 
tion of this program should result in 
still more dependable electric service 
for southeast Alabama. Its inaugura- 
tion, he said, represents the convic- 
tion of company officials that the de- 
velopment of southeast Alabama may 
be expected to continue. The program 
will mean sizable expenditures in the 
section for labor, construction ma- 
terial and supplies and other services 
within the improvement area. 


Charlotte Holds I.E.S. Week 


LE.S. Week was celebrated in 
Charlotte, N. C., October 3-8. W. F. 
Little, Electrical Testing Laboratories, 
New York, made an address on “What 
the I.E.S. Lamp Means to the Public 
and to the Electrical Industry,” and 
L. H. Graves, I.E.S. vice-president, 
spoke on “The Society’s Contribution 





MEETING—Members of the engineering and operations section of Southeastern 
Electric Exchange at the recent quarterly meeting held in Birmingham, Ala. Inspection 
trips featured the meeting 
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to the Progress of Light in Architec- 
ture and Decoration.” At the banquet 
in honor of D. W. Atwater, president, 
held on October 4, John Paul Lucas, 
merchandising and advertising man- 
ager, Duke Power Company, made the 
address of welcome. In connection with 
the celebration manufacturers’ exhibits 
of new developments in commercial and 
industrial lighting equipment were held: 
Educational lighting demonstrations 
for the public were also given. 


Commission Approves 
Louisville Rate Cut 


At the invitation of the Public Serv- 
ice Commission of Kentucky, Mayor 
Scholtz and Curtis C. Webb of the city 
of Louisville, Ky.; T. B. Wilson, presi- 
dent of the Louisville Gas & Electric 
Company, and members of his technical 
staff conferred in Frankfort recently on 
the matter of the electric and gas 
rates of Louisville Gas & Electric. The 
company submitted a proposal contem- 
plating reduction in electric rates to 
the extent of approximately $354,000 
per year and increase of gas rates ap- 
proximating $104,000 per year; the 
net reduction in the combined electric 
rates will be approximately $250,000 
per year. 

The company proposed to apply the 
electric reductions as follows: Residen- 
tial and small commercial users of 
electricity will get a reduction of ap- 
proximately $228,000; large commer- 
cial users, $63,000; general power 
users, $30,000. The increase in gas 
rates will be applied to residential, 
commercial and industrial users. The 
city of Louisville and other users of 
street and highway lighting will find 
their bills reduced to the extent of 
$33,000 a year. 

The commission and city officials 
have accepted the apportionment of the 
reductions. 


Plans $8,000,000 Project 


Irrigation District No. 1 of Republic, 
Cloud and Jewell counties, Republic, 
Kan., recently organized, has engaged 
Paulette & Wilson, Salina, Kan., and 
Topeka, Kan., consulting engineers, 
to make surveys and plans for a pro- 
posed hydro-electric power development 
on the White Rock River, near Repub- 
lic. Project will consist of a power dam 
near the mouth of the river, generating 
station, power substations and switch- 
ing stations, transmission and distribut- 
ing lines. It is estimated to cost about 
$8,000,000. Negotiations for financing 
through a federal grant and loan are 
now under way. 
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WIFE SAVERS—Electrical League of the Niagara Frontier officials launch “Wife 

Saving Crusade” to draw attention to electric washers and ironers. L. to r.—Herbert I. 

Sackett, president, and Samuel S. Vineberg, manager-secretary of the league, and 
Robert D. Gennie, chairman of appliance merchandising committee 


New Plant Addition 
Contracts Awarded 


Virginia Electric & Power Company, 
Richmond, has awarded to the General 
Electric Company a contract for a 40.,- 
000-kw. condensing steam _ turbo-gen- 
erator unit with accessories for installa- 
tion in its Twelfth Street plant. The 
Combustion Engineering Company has 
been given the contract for a complete 
steam-generating unit, including high- 
pressure boiler with rating of 450,000 
lb. of steam per hour, furnace, air pre- 
heater, coal pulverizers and auxiliary 
equipment. 

The surface condenser and accesso- 
ries for the turbine unit will be fur- 
nished by the Ingersoll-Rand Com- 
pany. Contract for structural steel 
framing for station addition, as well as 
steel for setting, has been 
awarded to the Virginia Bridge Com- 
pany, Roanoke, Va. The expansion 
program at the plant will represent an 


investment of close to $3.000.000. 


boiler 


Toledo Edison Explosion 
Disrupts Electric Service 


An explosion in a feeder regulator 
in the Water Street plant of Toledo 
Edison Company on October 6 blew 
out an oil switch and 21 regulators 
were put out of commission, disrupt- 
ing service in the greater part of the 
downtown district. The explosion oc- 
curred at 8:45 a.m. and service was 
out until 3:45 p.m. Three employees 
were injured. Damage was estimated 
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at between $50,000 and $75,000. 

It was explained that the explosion 
was caused by an arc in the oil-filled 
voltage regulator. H. H. Kerr, power 
superintendent, said the real difficulty 
in restoring service was that all equip- 
ment had to be cleaned of soot and 
copper dust before being put back into 
service. It was necessary to tap a 
23.000-volt line from the Acme power 
plant for service until repairs could 
be made. 

a 


Lighting Featured in New 
Fidelity Investment Office 


Special attention was given to light- 
ing in the new three-story home office 
of the Fidelity Investment Association, 
Wheeling, W. Va. Eighteen separate 
floodlights, totaling more than 5,000 
watts, are used to illuminate the ex- 
terior. Inside the building 293 individ- 
ually planned fixtures are installed. In 
all, the building has 320 lighting out- 
lets, 300 base receptacles and 200 wall 
switches. With all electrical equipment 
in operation, 102,300 watts are used. 

Direct-indirect lighting is employed 
in the 84 x 69-ft. main accounting room, 
where the fixtures make use of an 
aluminum cap that fits around the 
lamp and varies the amount of up and 
down light delivered. These fixtures 
also use a bottom diffusing plate of 
“Luxilite” glass; they take 500, 1,000 
or 1,500-watt lamps and provide 50 to 
75 ft.-candles, as the work may re- 
quire. “Ivanhoe” fixtures, manufactured 
by the Miller Company, Meriden, 
Conn., were used; the Gee Electrica] 
Company of Wheeling was the supplier. 


Public Offering Seen 
Best Financing Plan 


Efforts to take advantage of the ap- 
parently easy short cut to financing by 
the private sale of securities is a mis- 
take, in the opinion of Charles W. Kel- 
logg. chairman of Engineers Public 
Service and vice-president of Virginia 
Electric & Power. Mr. Kellogg con- 
ceded that private sales may save the 
labor and cost of registration and is a 
much simpler job, but he told the SEC 
that there are disadvantages in this 
method. 

Mr. Kellogg said that an open mar- 
ket for the company’s securities is a 
fundamental importance, which can be 
obtained only through a broad, general 
offering and listing on the stock ex- 
change. He believed that public offer- 
ing created a better market for sale of 
future issues to obtain additional capi- 
tal. It was also felt by Mr. Kellogg that 
in a private sale the costs of public offer- 
ing is taken up in the price offered for 
a private sale. 

In the end, Mr. Kellogg said, the 
company loses the broad market by a 
private sale and the opportunity to re- 
purchase part of the issue for sinking 
fund requirements under the offering 
price should the market drop. 


Two New Sales Campaigns 
Begun by Georgia Power 


Georgia Power Company this week 
began two sales campaigns among its 
employees—the “Wreck Quota” range 
and water heater campaign and the 
“Light-Conditioning” campaign. The 
first activity runs through December 20. 
being the last major appliance cam- 
paign of this year, and quotas of 900 
ranges and 600 water heaters have been 
set. In the second, Mazda bulbs and 
I.E.S. lamps are featured; quotas are 
30,000 bulbs and 5,000 lamps. A one- 
dollar certificate, to apply on the pur- 
chase of an LE.S. lamp, goes to each 
purchaser of a carton of six bulbs. 


© 
Newspaper Sponsors Drive 


Under the slogan “Electrical Sales 
Mean Jobs,” the Pittsburgh Sun-Tele- 
graph is sponsoring a month-long elec- 
trical appliance campaign in the Pitts- 
burgh district. The Duquesne Light 
Company is co-operating with the Sun- 
Telegraph by means of an ext: nsive 
advertising campaign  consistiliz of 
newspaper advertisements, stree! car 
cards, radio programs and Sesqu'-Cen- 
tennial County Fair displays an bill- 
boards. : 

“By extending ourselves at this ‘ime, 
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stated Stuart List, Sun-Telegraph ad- 
vertising director, “we feel we are mak- 
ing a substantial contribution to both 
the electrical industry and the com- 
munity. With the business picture con- 
stantly brightening and public confi- 
dence in the future strengthening, this 
campaign should be productive of ex- 
tremely satisfactory results in the form 
of increased electrical business.” 


Electric Properties 
in Tennessee Sold 


TVA and twenty-eight towns in middle 

and west Tennessee have purchased 
electrical properties of the Kentucky- 
Tennessee Light & Power Company. 
The properties will be used to distribute 
TVA power to the 28 municipalities. 
The sale price was $992,000. Kentucky- 
Tennessee Light & Power Company is 
a subsidiary of the Associated Gas & 
Electric Company. 

The sale represented actual cash of 
$992,000, with the city of Paris reas- 
s aing liability for $330,000 of its 
bonds for which Kentucky-Tennessee 
Light & Power took liability in 1926 in 
return for the franchise to operate in 
Paris. 

The towns served by the properties 
sold include: Tiptonville, Ridgely, 
Troy, Ohio, Trimble, Newbern, Mason 
Hall, Rives, Kenton, Rutherford, Dyer, 
Martin, Sharon, Greenfield, Bradford, 
Atwood, Trezevant, McLemoresville, 
Huntingdon, McKenzie, Gleason, Dres- 
den, Henry, Paris, Cottage Grove, 
Whitlock and Puryear. Kentucky-Ten- 
nessee recently sold its property in 
Clarksville and other property in Mont- 
gomery County. This leaves the com- 
pany with property only at Gallatin. 
Jellico and in a few small communities. 


Correction 


In the September 17 issue of Evec- 
TRICAL WORLD, page 22, reference was 
made to reduction of the fatal accident 
rate from a night-to-day ratio of seven 
to one down to a ratio of 1.25 to one 
in Cleveland. This ratio should have 
been for Detroit, which took the lead 
in “light insurance” on its roadways. 
Cleveland has adopted the same type 
of stree lighting as Detroit. 


G.E. Stockholders Increase 


The number of General Electric 
stockholders on September 23 totaled 
208,805, as compared with 197,104 on 
September 24, 1937, an increase of 
11,700 in the last twelve-month period, 
accordin« to an announcement of W. W. 
tench, secretary of the company. 
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New Substation Named in Honor 


of Wheeling Electric Official 


Vice-president and general manager John B. Garden celebrates his 
56th anniversary with company—Receives George N. Tidd trophy— 
Turned on the first electric light in Wheeling in 1882 


Recognition of outstanding accom- 
plishments over a long period of years 
marked the recent ceremonies at Wheel- 
ing, W. Va., at which tribute was paid 
to John B. Garden, vice-president and 
general manager of the Wheeling Elec- 
tric Company. 

At colorful ceremonies, commemorat- 
ing his 56th anniversary as head of 
the company, the utility's new substa- 
tion was named for Mr. Garden. It was 
back in 1882 that Mr. Garden turned 
on the first electric light in Wheeling. 
He has been with the company since 
its inception and has closely followed 
its progress. Mr. Garden holds the 
distinction of being the oldest, from the 
standpoint of years of service, general 
manager of one property. 


Receives Tidd plaque 


Following the dedication of the new 
Garden substation, at which a beautiful 
plaque with a replica of Mr. Garden 
in the center and a suitable inscription 
was unveiled, ceremonies were held at 
which the George N. Tidd silver plaque 
was presented to Mr. Garden. The 
trophy was awarded to Wheeling Elec- 
tric for having the highest standing 
in the American Gas & Electric system 
campaign in the sale of electric ranges 
and water heaters during the first six 
months this year. 

Marking a high spot in the cere- 
monies, Clark Porter, manager of resi- 
dential sales, presented to Mr. Gar- 
den 56 new orders for electric ranges 


and water heaters, as a tribute to his 
years of service with the company. 

The new substation marks another 
progressive step by the company to ex- 
tend service and to provide adequate 
facilities. Power will come from the 
power plant at Beach Bottom. The sub- 
station will supply eight circuits to 
various parts of the existing distribu- 
tion system. The new station will im- 
prove the power supply to the business 
section and allow for future growth. 

Many prominent out-of-town utility 
officials attended the dedication, includ- 
ing J. B. Hill, New York City, vice- 
president of American Gas & Electric. 
Representing the Appalachian Electric 
Power Company were Harry Gardner, 
Roanoke, Va.; N. M. Argabrite, New 
York City, vice-president, and S. A. 
Wells, Huntington, W. Va. Represent- 
ing Ohio Power Company were R. K. 
Derry, F. J. Williams, C. E. Torry and 
H. E. Crain, H. S. Kirkpatrick and Ed- 
ward M. Cobb of Canton, W. H. Bon 
Durant, Cleveland, and A. C. Martin, 
Steubenville. 














GARDEN SUBSTATION 
The new substation of 
Wheeling Electric Com- 
pany, which was named 
in honor of John B. Gar- 
den, vice-president and 
general manager. The 
bronze plaque was re- 
cently unveiled at the 
dedication ceremonies 
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Electrical Leagues 
to Hold Conference 


The International Association of 
Electrical Leagues will hold its third 
annual conference on November 17-19, 
inclusive, in the auditorium of the Elec- 
trical Association of Philadelphia, 
Architects Building, Philadelphia. 

H. P. Liversidge, president of the 
Philadelphia Electric Company, will 
make the opening address and the bal- 
ance of the first day’s open meeting 
will consist of a review of the industry’s 
principal co-operative promotional ac- 
tivities by their national leaders. “Fair 
Trade Agreements and Practices” and 
other subjects of interest to league 
members will be discussed by leading 
authorities. 

Subjects on the second day’s pro- 
gram will include such topics as “Serv- 
ice Possibilities of Leagues and Oppor- 
tunities for League Managers” and 
“Fundamentals of Merchandising Elec- 
trical Appliances.” 

The Friday afternoon and Saturday 
sessions will be for league managers 
only and will be devoted to informal 
discussions of league managers’ prob- 
lems. 


Coal Industry Fights 


to Preserve Markets 


The Public Utilities Association of 
West Virginia held its twentieth an- 
nual convention September 30-October 
1 at the Greenbrier Hotel, White Sul- 
phur Springs, W. Va. Among the 
speakers to address the meeting were 
J. D. Battle, executive secretary Na- 
tional Coal Association, Washington, 
D. C., and Noel Sargent, secretary 
National Manufacturers Association, 
New York. 

In his address on “TVA and. Its 
Effect on the Coal Industry” Mr. Battle 
said that the coal industry’s fears that 
the TVA program would result in the 
displacement of coal employed in the 
generation of electric power by steam 
had been confirmed. He stated that 
coal consumed by the Alabama Power 
Company and the Tennessee Electric 
Company in 1935 while purchasing 
TVA power totaled 68,000 tons. Last 
year—1937—with TVA power cut off, 
these two private companies 
489,000 tons. 

“This displacement of coal by sub- 
sidized government hydro-electric. op- 
eration might be defended,” Mr. 
Battle said, “if costs to the consumer 
were being lowered. This is not true, 
however. The consumer is likewise the 
taxpayer, and under false pretenses 
the taxpayer is making up the in- 


used 
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creased cost of hydro-electric power 
being developed by the government. 
We are continuing to oppose to the 
limit the expansion of TVA’s hydro- 
power program in our fight to save 
our markets for coal . . . The coal 
industry is putting up a united front 
to a degree we have seldom been 
able to achieve in the past . 4 
The following officers were elected: 
President, T. J. Blair, Jr., general 
manager West Virginia Water Service 
Company, vice-presidents, R. Paul 
Smith, president Potomac Edison 
Company, and G. L. Furr, Appalachian 
Electric Power Company; secretary, A. 
Bliss McCrum; treasurer, G. B. Moir. 


Confer on Power Supply 


Conferences between government off- 
cials, representatives of utilities and 
electrical manufacturers are going for- 
ward with the objective to prepare 
American industrial areas for a war- 
time defense basis. Members of the 
national defense power committee are 
directing studies with reference to the 
interconnections necessary to insure 
continuity of service in industrial areas. 


Conduit Contract Awarded 


City Council, Jackson, Tenn., has 
awarded contract to the Foster-Creigh- 
ton Company, Nashville, Tenn., on a 
low bid of $159,961 for new under- 
ground conduit system in business dis- 
trict, forming part of the new munici- 
pal electrical distributing system to 
secure power from the TVA. 


eelings 


American Welding Society—Annual meet- 
ing, Book-Cadillac Hotel, Detroit, Mich., 
October 16-21. 

National Electrical Wholesalers Association 
—Semi-annual convention. Drake Hotel, 
Chicago, Ill., October 18-21. E. Donald 
Tolles, managing director, 165 Broadway, 
New York, Ree 

Wisconsin Utilities Association — Electric 
section, commercial and technical divi- 
sions, Schroeder Hotel, Milwaukee, Wis., 
October 24-25. A. F. Herwig. executive 
secretary, Brunder Bldg., Milwaukee, 
Wis. 

National Electrical Manufacturers Associa- 
tion— Annual meeting. Palmer House, 
Chicago, Ill, October 2428. W. 
Donald, managing director, 155 East 44th 
St., New York, N. Y. 

National Association of Railroad and Utili- 
ties Commissioners—Annual meeting, New 
Orleans, La., November 16-18. Clyde S. 
Bailey, secretary, Earle Bldg., 13th and 
E Street, Washington, D. C. 

American Institute of Electrical Engineers 
—Annual meeting, southern district, 
Miami, Fla., November 28-30. H. H. 
Henline, national secretary, 33 West 39th 
Street, New York, N. Y. 


Industrial Energy 
Sales Trend Upward 


MONTHLY SALES 


Billions of Kw.-Hr. 
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Increased energy sales in July com- 
pared with June, previously indicated 
in weekly statistics, were largely in the 
“commercial and industrial” group, ac- 
cording to monthly figures of the Edi- 
son Electric Institute. This category 
rose from 5,185,490,000 kw.-hr. to 5,- 
295,923,000 kw.-hr. Nearest compar- 
able figures for 1937, combining the 
E.E.I. small and large commercial, 
were 6,260,000,000 for June and 6,312, 
000,000 for July. 

“Residential or Domestic” sales of 
1,501,651,000 kw.-hr. were 10 per cent 
more than “Domestic” reported for 
July, 1937. July revenue from sales 
excluding those to other public utilities 
was $173,984,700, other revenue $2,114,- 
600. Revenue from ultimate consumers 
a year ago was $175,796,900. Due to 
differences in the manner of reporting 
the revenue statistics for the two years 
are not comparable, it is stated. 


Refrigerator Sales Campaign 


In its recent “Plus Value” refrigera- 
tion campaign, which lasted 44 days, 
Georgia Power Company sales amounted 
to 897 domestic refrigerators and 272.6 
commercial units of $100 each, equal- 
ing 146.2 per cent of quota. The com- 
pany reported that 102 out of the 144 
participating salesmen mad. or bet- 
tered their campaign quotas. 


* 
Board Permits Ohio Merger 


Consolidation of the Marion Reserve 
Power Company, Marion, Ohio, and the 
Ohio Electric Power Company, Sidney, 
has been approved by the state Public 
Utilities Commission. 
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“ Reclosing Cutouts are in service today than ever before. 
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na 1. Blown Fuse UNMISTAKABLE INDICATION L-M Reclosing Cutouts 
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DEDICATES PROGRAM—At a pre-broadcast meeting last week General Electric 


opened its new radio program, Hour of Charm, over a nation-wide hook-up. L. to R. 


UNDER WATER—Believed to be the first under-water bon 


Major Lenox R. Lohr, president of NBC; Dorothy Thompson, Gerard Swope, ; : g es 
city has attracted wide attention. The 85-ft. length of redlet 


president, and J. E. Kewley, vice-president, of General Electric, who spoke over 
; ; ; ; \ a volt supply transformers, on the downstream face of a dag b 
a telephone hook-up to a nation-wide series of local meetings of jobbers, dealers , ss 
Si proof housing for electrodes and transforter 
and utilities. H. F. Barnes, sales manager. also spoke 
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PIE BAKING—Boston Edison recently held open house to 84 contestants in an apple 
pie baking contest which attracted a great deal of interest. At the judges’ table 
(Il. to r.) Emma Maurice Tighe, Boston Edison home service director; Martha Lee, 


Boston 


{merican; Agnes Mahan. Boston Globe; Marjorie Mills, Boston Herald 
-water yon installation, this red and green display 


of the Wisconsin 
. with five 15,000- 


. tubing and water- 


1 of rediletters and green horizontals is mounted 
of a dam between two lakes. The 300 ft. of 15-mm 
transforters were designed by Sign Guild, Chicago 


| aii - ° . M. O. Troy, General Electric; Marshali 

HT ig aa , o _ Dale, Indiana 

mei) | Charles Horrell Service; E. F. 

Sangamo Electric Whitney, Gen- 
eral Electric 


er and &. D. Birdsall, Northern Indiana 


Power; L. B. Schiesz, 
and Dj U. Hartman, Public 


Service of Indiana; E. P. Pifer, Indiana General 
ohn W@kins, Commonwealth Edison: O. S. Burtner, Indiana General Service 


Indiana Service; 


O. P. B. Johnson 
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ur cables are made for all power plant ap- 
ications, from the station turbine to the cus- 
ate meter —in all types and voltages used 


2 electric power construction. 


r generating stations, switching substations 
d stations, we supply generator leads, control 
re and all other types of insulated wires and 


«bles used in inside plant. 
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hr transmission construction, we supply all 


§pes of high-voltage cable going into the under- 
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ground, aerial and submarine sections of trans- 


mission systems. 


For distribution and utilization work, we supply 
all types of cables for street lighting, primary 
and secondary circuits; also customers’ service 


cables, building wire, and industrial cables. 


Our research never stops—new trends in the 
field are anticipated by our new designs. And 
what is most important to the purchaser — our 


policy of QUALITY production never changes. 


1938 Marks Our 60th Year of Service 


THE OKONITE COMPANY 


Founded 1878 


c EXECUTIVE OFFICE: 
“HAZARD INSULATED WIRE WORKS DIVISION 


New York Boston Seattle Buffalo 


Philadelphia Los Angeles Pittsburgh 


PASSAIC, NEW JERSEY 
THE OKONITE-CALLENDER CABLE CO., INC. 


Chicago Dallas ’ Detroit Atlanta 
St. Louis Washington San Francisco 


[ONITE QUALITY CANNOT BE WRITTEN INTO A SPECIFICMHT! 
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Rise is helped by restoration in 
New England—Rocky Mountain 
area gains—Pacific above 1937 


Production of energy by the electric 
light and power industry turned slightly 
upward in the week ended October 8 
to 2,154,449,000 kw.-hr., according to 
the Edison Electric Institute. This was 
5.5 per cent less than the amount in the 
corresponding week a year ago and 0.7 
per cent under 1936. The drop com- 
pared with those years to some extent 
reflects the aftermath of the hurricane 
in the week of September 24, the out- 
put in New England being down 7.2 per 
cent compared with 1937. Previous to 
the storm operations in New England 
had approached within 2 per cent of 
the 1937 level. 

The extent of the disruption of serv- 
ice in that region is revealed in the 
figures for the weeks of September 24 
and October 1, not previously available, 
now reported as 18.4 and 17.2 per cent, 
respectively, under 1937. 

In other regions no great changes 
are indicated. The most conspicuous 
one is the reduction of the disparity in 
the Mountain States to 16.8 per cent, 
compared with 22.7 per cent a week 
ago. 


Weekly Output, Millions Kw.-Hr. 


1938 1937 1936 
Oct. 8.2,154 Oct. 9..2,280 Oct. 3..2,169 
Oct. 1.2,139* Oct. 2..2,276 Sept. 26..2,157 
Sept. 24.2,154* Sept. 25..2,266 Sept. 19..2,171 
Sept.17.2,215 Sept. 18..2,281 Sept. 12..2,029 
Sept.10.2,048 Sept. 11..2,154 Sept. 5..2,099 
Sept. 3.2,149 Sept. 4..2,321 Aug. 29..2,136 


Sweden’s Energy Use 
Gains 16% in 1937 


Consumption of electricity by Swe- 
den’s State Power Board in 1937 
totaled 2,272,400,000 kw.-hr., an in- 
crease of 15.8 per cent over 1936, ac- 
cording to the Bureau of Foreign and 
Domestic Commerce. This increase 
compares with an increase for 1936 
over the previous year of 8.2 per cent. 

Energy output in Central Sweden in- 
creased by 9.1 per cent and in North- 
ern Sweden by 31.4 per cent, accord- 
ing to the report, the latter rise being 
due to the interconnection of the Projus 
power plant in Northern Sweden with 
the Norrfors plant in Central Sweden. 
Power production at the steam plant 
in Vasteras in 1937 was 111,000,000 
kw.-hr., a new high; energy was pur- 
chased from co-operative private hydro- 
electric and steam power plants for a 
total of 153,300,000 kw.-hr. 

The board showed an operating sur- 
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Energy Output Turns Upward 
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Per Cent Change from Previous Year 


Week Ending 
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Region Oct.8 Oct. 1 Sept. 24 
New England... — 7.2 —17.2 —18.4. 
Middle Atlantic - 1.5 —- 5 + 3.6 
Central Industrial —-10.4 -10.5 — 9.6 
West Central —- 45 —3.3 — 4.3 
Southern States — 3.1 —3.8 — 5.8 
Rocky Mountain —16.8 —22.7 —18.6 
i ee +04 +05 + 1.3 
United States - 5.5 — 6.0* —4.9* 


* Revised. 


plus of 20,503,000 crowns for the year, 
exceeding the previous year’s by 705,- 
000 crowns. However, the yield for 1937 
was lowered from 6.1 to 5.96 per cent, 
due, it is said, to higher invested capi- 
tal in 1937 because of new plants, the 
booked value of which rose by 19,300,- 
000 to 346,000,000 crowns. (One Swed- 
ish crown equals about 25 U. S. cents.) 
Energy production in the U. S. last 
year totaled 121,049,630,000 kw.-hr., an 
increase of about 8.6 per cent over 
1936, according to Federal Power Com- 
mission figures, which include output of 
both privately and publicly owned 
power plants. The increase for 1936 
over 1935 was about 13.9 per cent. 


“Step Up to Better Living”’ 


Under the sponsorship of the Ne- 
braska Power Company and dealers in 
Omaha, Council Bluffs and surrounding 
territory, the “Step Up to Better Liv- 
ing” campaign was opened on Sep- 


tember 29 at a dinner meeting at the 
Hotel Rome, Omaha. All employees of 
the Nebraska Power Company will co- 
operate with the dealers in pushing this 
all-embracing campaign. October 3-8 
was the radio show, October 10-15 
ranges and water heater show, October 
17-22 will be refrigerator show and 
October 24-29 washer and ironer show. 


Customer Relations Meetings 


Florida Power Corporation has begun 
a series of group conferences on cus- 
tomer relations among the employees 
of the St. Petersburg commercial office. 
Such matters as properly greeting the 
customer, having a sincere interest in 
his problems and being able to explain 
clearly company policies are being 
given particular thought and attention, 
it is reported. Five meetings are 
planned for the present series. 


Washington Energy Sales 


Kilowatt-hour sales by the electric 
light and power industry in Washing- 
ton for the first six months totaled 
1,168,852,761, a decrease of 10.71 per 
cent from the same period last year, 
according to the Washington State De- 
partment of Public Service. For the 
same periods revenues totaled $17,244,- 
036, a decrease of 1.9 per cent, and 
customers were 476,863, a gain of 3.23 
per cent, over the first six months of 


1937. 
* 


Estimates Storm Damage 


Frank D. Comerford, chairman of 
New England Power Association and 
president of Boston Edison Company, 
stated this week that the estimated 
damage by the storm to New England 
Power Association companies is ap- 
proximately $3,500,000, of which $500,- 
000 is on properties of the Massachu- 
setts Utilities Associates. The estimated 
damage to Boston Edison is $1,000,000. 
The above figures include loss of rev- 
enue pending restoration of service to 
customers cut off by the disaster. 


4 
Will Act on Power Plant 
Preliminary steps to determine 


whether New Britain, Conn., will estab- 
lish a municipal power plant will be 
taken at a Common Council meeting 
October 19, when a resolution, backed 
by Mayor Coyle, will be acted upon. 
According to the city charter, the reso- 
lution must be approved by two-thirds 
of the Council this year and next year 
before it can be put before the voters 
of the city. 
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W. M. Dale Elected Head 


of Indiana Service Company 


W. Marshall Dale, vice-president and 
general manager of the Indiana Service 
Corporation, Fort Wayne, was recently 
elected president of that utility to suc- 
ceed the late John N. Shannahan. 

Mr. Dale has been connected with the 


utility industry since 1913, when he 
entered the employ of the Kentucky 
Utilities Company. Subsequently he be- 
came manager of the company’s Vir- 
ginia properties. In 1920 he was ap- 
pointed manager of the investment 
department with headquarters in Louis- 
ville. 

In 1929, on completion of the co- 
ordinated operation of the Public Serv- 
ice Company of Indiana and other pub- 
lic utility and transportation companies 
in central and southern Indiana, Mr. 
Dale became treasurer of all companies 
within the group. He held that position 
until 1936, when he joined the Indiana 
Service Corporation at Fort Wayne. 


> Porter J. PRESTON, senior engineer 
of the Bureau of Reclamation, with 
offices in Denver, Colo., has been ap- 
pointed supervising engineer of the 
Colorado-Big Thompson federal recla- 
mation project. Mr. Preston was in 
charge of the preliminary investiga- 
tions and prepared the report on this 
project. As supervising engineer Mr. 
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Preston will have general administra- 
tive charge of the construction of the 
project, including the tunnel, Green 
Mountain and several other dams, six 
power plants, canals, transmission lines 
and pumping plants. <A graduate of 
Colorado State College, Mr. Preston 
was associated with private irrigation 
enterprises before entering the employ 
of the Bureau of Reclamation in 1917. 
During his association with the bureau 
he has worked on the All-American 
Canal, the Uncompahgre project in 
Colorado, the Yuma project in Arizona 
and the Yakima project in Washing: 
ton. Since 1931 he has been senior 
engineer in charge of Colorado investi- 
gations. 
® 


Crocker-Wheeler Appoints 
W. K. Brown Vice-President 


Wallace K. Brown has been ap- 
pointed vice-president and general sales 
manager of the Crocker-Wheeler Elec- 
tric Manufacturing Company. Mr. 
Brown was educated at Clarkson Col- 
lege of Technology and the University 
of Illinois. Starting with the Crocker- 
Wheeler organization as an engineering 


apprentice, he later became associated 
with the Chicago, San Francisco and 
New York sales offices. 

B. D. Christian, vice-president and 
formerly general sales manager, will 
continue in an administrative capacity. 


Engineers Society Awards 
Chanute Medal to Clayton 


J. Paul Clayton, chief system officer 
of the Commonwealth Edison Company 
and of other companies associated with 
it in Chicago, was presented with the 
Octave Chanute medal at the annual 
banquet of the Western Society of Engi- 


Moffatt 
neers, September 26, for a paper pre- 
sented before the society on the subject 
“Bulk Power System in the Chicago 
District.” 

The Chanute medal awards, three of 
which are given annually for the best 
papers in electrical, mechanical and 
civil engineering, were established in 
1901 by the late Octave Chanute, 4 
pioneer in aeronautics and a former 
president of the Western Society of En- 
gineers. 

® 


> H. M. Burztorr has been appointed 
sales manager of the household refrig- 
eration department of the Westinghouse 
Electric & Manufacturing Company 
with offices at the company’s merchan- 
dising division headquarters at \ans- 
field, Ohio. He was formerly |ouse- 
hold refrigeration supervisor of the 
northwest district and was located at 
the Westinghouse district office in Chi- 
cago. He has been connected witli the 
Westinghouse company for the pas' SY 
years and has spent all of this time 
in refrigeration activities. 
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Rath Made Senior Engineer 
Power Transmission Council 


Edwin R. Rath, for the past four 
years head of the department of in- 
dustrial research of the University of 
New Hampshire, has joined the staff 
of the Power Transmission Council 
(Inc.), Boston, Mass., in the capacity 





of senior engineer. Mr. Rath is well 
qualified to render a service to the 
power transmission industry. The de- 
partment of industrial research at the 
University of New Hampshire was de- 
veloped under his guidance to render 
a consulting engineer service to the 
manufacturers of that state. In the 
course of his career Mr. Rath has been 
associated with the teaching staff of 
the University of Pittsburgh and St. 
Vincent’s College, Latrobe, Pa., as well 
as that of the University of New Hamp- 
shire. He was connected with the Pitts- 
burgh Metallurgical Company on con- 
struction and operation of polyphase 
ferro-alloy electric furnaces and while 
engaged in teaching at Pittsburgh did 
considerable consulting and _ testing 
work for the Duquesne Light Company, 
the West Penn Power Company and 
others. From 1926-1932 he was de- 
partmental manager, Philip Carey 
Company, Cincinnati, in charge of pro- 
motion and sale of new products. 


> Cuartes A. Couuier, a vice-president 
of the Georgia Power Company, has 
been elected to the board of directors. 
He succeeds J. Leonard Rountree of 
Summit, Ga., resigned. 


PA. C. SeYPARTH, assistant advertising 
manager of the International Harvester 
Company, has been appointed advertis- 
Ing Manager, to succeed Frank W. 


Heiskel!. who has retired after 45 years 
of service 


PRB CHILDS, assistant general man- 
ager oi the Washington Water Power 
Company, has been placed in charge 
of the new Spokane division of the 
Company, which will include the city 
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proper and the Spokane Valley as well. 
Mr. Childs has announced his staff as 
follows: A. J. Schulthess, general 
superintendent of the Spokane United 
Railways; A. H. Beckwith, superin- 
tendent in charge of substations and 
the actual delivery of electricity to the 
customers; Frank A. Tool, sales man- 
tions and customer service; J. A. Riner. 
ager; J. E. Winton, credits and collec- 
who will co-ordinate the work of the 
division. 


> D. D. Ruame, superintendent of the 
Beaufort office of the South Carolina 
Power Company, has been promoted to 
the position of district manager, with 
headquarters in Allendale, S. C. 


> Norman B. Hickox, until recently 
vice-president in charge of the sales 
division of Curtis Lighting, Inc., has 
joined the Midland division of the in- 
candescent lamp department of General 
Electric Company with offices in Chi- 
cago. Mr. Hickox will assist in the 
commercial introduction of the new 
fluorescent Mazda tubes recently an- 
nounced by the General Electric Com- 
pany. 
° 


Coggeshall Named Manager 


of G.E. Turbine Division 


Clayton S. Coggeshall has been ap- 
pointed manager of the turbine division. 
central station department of the Gen- 
eral Electric Company, succeeding the 
late Robert B. Beale. Mr. Coggeshall 
had served in the capacity of general 
assistant to Mr. Beale since last March. 
Prior to that time he was manager of 
sales of the Lynn River works turbine 
section. 

Mr. Coggeshall was born in Emery- 





ville, Calif., and was graduated from 
Cornell University in 1911. He enrolled 
in the G. E. student engineering course 
at Schenectady, and became associated 
with the turbine sales department in 
1915. Three years later he was sent to 
Lynn to take charge of the turbine sales 
office there. 


OBITUARY 


Walter J. Ducey 


Walter J. Ducey, assistant electrical 
engineer on the staff of the Common- 
wealth & Southern Corporation at Jack- 
son, Mich., died suddenly, from a heart 
ailment, September 29 at his home in 
that city. He was 44 years old. 

Mr. Ducey joined the engineering 
department of the Consumers Power 
Company in 1919. Five years later he 
was made assistant electrical engineer 
of the Commonwealth Power Corpora- 
tion of Michigan, and he continued in 
that position when the organization was 
successively taken over by Stevens & 
Wood, Inc., and Allied Engineers, Inc. 
With the dissolution of the latter com- 
pany in 1931, Mr. Ducey was made 
electrical engineer of the Consumers 
Power Company, in charge of the engi- 
neering section. In December, 1936, 
this organization was merged into the 
engineering staff of the Commonwealth 
& Southern Corporation Engineering 
Clearing Agent, and Mr. Ducey served 
as assistant electrical engineer in this 
organization to the time of his death. 

He was a member of the American 
Institute of Electrical Engineers and 
served on its subcommittee on conduct- 
ors, towers and poles. He also served 
as chairman of the N.E.L.A. Great 
Lakes overhead systems committee, 
where his work in connection with the 
compiling of transmission line operat- 
ing records was particularly note- 
worthy. 

2 


James F. Treat, for the past eleven 
years chief engineer of the Pittsfield 
(Mass.) Electric Company, died at a 
Boston hospital on September 28, after 
a protracted illness. He was born in 
Saltersville, R. I., in 1887 and entered 
the employ of the company in 1903, 
working in the steam plant in various 
capacities until he succeeded his father, 
Fred Treat, as chief, who retired after 
33 years’ service. 


> GarRDNER S. HOWLAND, manager of 
the merchandise sales department of 
Commonwealth Edison Company, died 
September 30 from a streptococcus in- 
fection, following an illness of several 
months. He was 42 years old. Mr. How- 
land was well known in the electrical 
industry and practically his entire 
business career was spent with the 
Commonwealth Edison Company. Start- 
ing in the contract department in 1914, 
he later transferred to the stores de- 
partment, and in 1919 was appointed 
manager of one of the company’s neigh- 
borhood electric shops. He became 
assistant manager of electric shops in 
1926 and manager of merchandise sales 
in 1935. 
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Swope Reports Orders 
for General Electric 


Orders received by General Electric 
Company during the third quarter this 
year totaled $60,533,135, as compared 
with $88,010,937 during the same 
quarter last year, a decrease of 31 per 
cent, according to Gerard Swope, presi- 
dent. 

Mr. Swope stated that orders received 
during the first quarter were 38 per 
cent under the same 1937 period, while 
orders for the second quarter were 44 
per cent under the same 1937 quarter. 

For the first nine months this year 
orders received by the company totaled 
$188,756,958, a decrease of 38 per cent 
from $305,276,556 received during the 


same period a year ago. 
e 


Plan to Celebrate National 
Washer and Ironer Week 


The home laundering equipment in- 
dustry, setting out in mid-July to pro- 
mote a one-week fall drive for in- 
creased sales, is receiving co-operation 
on a nation-wide front by a half dozen 
industries that have a stake in the im- 
mense residential washing and ironing 
field, J. R. Bohnen, executive secretary 
of the American Washer and Ironer 
Manufacturers’ Association, has an- 
nounced. 

Electric, gas and water utilities, soap 
manufacturers and various suppliers 
and department, furniture, hardware 
and appliance stores in every state are 
planning observance of National 
Washer and Ironer Week, October 
23-29, he declared. 


Woodward Governor Gets 
Grand Coulee Contract 


The Woodward Governor Company 
of Rockford, IIll., has been awarded the 
contract covering the governors for two 
station-service units for the Grand 
Coulee power plant, according to an 
announcement made by Secretary of 
the Interior Harold L. Ickes. Each sta- 
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tion-service unit will consist of a 14,- 
000-hp. turbine, an oil-pressure gover- 
nor and a 12,500-kva. generator. The 
Woodward Governor Company received 
the contract on its bid of $19,236. As 
previously announced in ELECTRICAL 
Wortp, Westinghouse Electric & Manu- 
facturing Company received the gen- 
erator contract and the Pelton Water 
Wheel Company the turbine contract. 


Wholesalers’ Sales 
Increase 14.7% 


Sales of electrical wholesalers for 
the second quarter of this year in- 
creased 14.7 per cent over the first 
quarter, but dropped 37.9 per cent 
from the second quarter of 1937, ac- 
cording to figures issued by the De- 
partment of Commerce as part of its 
current Census Survey of Business. The 
figures covered 596 concerns, which in 
1935 accounted for 25 per cent of the 
number and 45 per cent of the total 
business of all service and _ limited 
function electrical wholesalers. 

The survey also revealed that sales 
of 215 electrical manufacturers’ sales 
branches declined 38 per cent in the 
second quarter of 1938 as compared 
with the similar period of 1937. 


oe 


month=/0 


" 
" 
1 
Hi 

4 


Orders Increasing, 


N.E.M.A. Reports 


Orders for transmission and distribu- 
tion equipment in August increased 24.4 
per cent in value over July, according to 
the National Electrical Manufacturers 
Association’s index, which rose from 
76.9 in July to 95.7 in August, closely 
approaching the monthly average for 
1936. Percentage changes from July 
to August during the four preceding 
years were successively —8.9, +9.3, 
—5.7 and +13.5. A year ago operations 
were still active; this year the level is 
much lower. 

Orders for motors and generators 
also increased, but the change from 
July to August was only 1.9 per cent. 
the index rising from 59.1 to 60.2. Cor- 
responding changes in previous years, 
beginning with 1934, were -+-5.3, —6.7, 
+1.3 and +1.8 per cent. August orders 
were 44 per cent under 1937. 

The classifications were defined in 
the ExectricaL Wortp of July 16, 
page 82. 

Motors Transmission 
and and 
Generators Distribution 
Month 1937 1938 1937 1938 
BEAT cscs Saat 62.5 zs 81.6 
June .. 140.4 76.0 2. 89.3 


July . «105.6 59.1 ¥ 76.9 
August .. 107.5 60.2 93. 95.7 


t*----7ransmission and distribution} 


equipment 


Motors and 
Ao {lel ob eel a e 


wv 
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1934 1935 1936 
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1938 


N.E.M.A. Index of orders received for motors and generators— 
for transmission and distribution equipment 
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Decline in Exports 


Halted in August 


Although the exports of electrical 
equipment during the month of August, 
which were valued at $8,760,380, rep- 
resented a decline of 2/5 of 1 per 
cent from the preceding month’s figure 
of $8,795,946, the decline was so infini- 
tesimal as to be encouraging after the 
relatively larger declines during the 
several immediately preceding months, 
according to the electrical division, 
Bureau of Foreign and Domestic Com- 
merce. 

In spite of the comparatively good 
showing during the month of August, 
exports were still 11.3 per cent below 
those for the corresponding month of 
1937, during which year electrical ex- 
ports reached the third highest point in 
its history. 

Exports of electrical equipment for 
the first eight months of 1938, totaling 
$74,026,704, represent a decline of 8.6 
per cent from the foreign sales during 
the same period last year, which totaled 
$81,181,186. 

Foreign shipments of instrument 
transformers, lightning arresters, choke 
coils, reactors and parts all registered 
new monthly highs for the current year, 
the last mentioned showing more than 
double the volume of July sales for that 
commodity. 


Oil Burner Sales Advance; 


New and Unfilled Orders Up 


Shipments of oil burners during Au- 
gust totaled 15,373 units, compared 
with 10,689 in July and 22,413 in 
August, 1937, according to figures just 
issued by the Department of Commerce. 
Shipments for the first eight months of 
this year totaled 71,405, against 116,159 
in the similar period last year. 

New orders received during August 
amounted to 15,622, as compared with 
11,121 in July and 23,479 in August a 
year ago. Unfilled orders at the end of 
August were 3,388, compared with 3,129 
at the end of July and 5,054 at the end 
of August, 1937. Stocks on hand at the 
close of August were 26,638, against 


27,096 a month earlier and 27.147 a 
year earlier. 





New York Metal Prices 


Oct. 4, 1938 Oct. 11, 1938 


Cents per Cents per 

Cop Pound Pound 

relectrolytic.... 10.375* 10.75* 
Lead Ar. S. & R. price. 5.10 5.10 
LS Eee renee 11.75 12.00 
Nickel ingot.......° 7: 35.00 35°00 
LSE eee 5.34 5.34 
Al mate ee 44.50 45.00 
uminum, 99 percent. 20.00 20.00 

* Delivered Connecticut Valley. 
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Field Reports on Business 


Encouraging signs to a further business recovery are noted in many quarters. 
Electrical equipment orders have increased, partly due to the recent storm 
damage. The prospects of a breathing spell for business from government 
pressure is most hopeful. Appliance sales are broadening. 


NEW ENGLAND 


Replacement of electrical material dam- 
aged in the recent hurricane continues to 
dominate the electrical market in this dis- 
trict. The Connecticut Light & Power 
Company bought 210,000 lb. of copper wire 
in 96 hours; 400 transformers were pur- 
chased by this company. One well-known 
manufacturer reports sales of distribution 
transformers during the past week amount- 
ing to more than $12,000. More than thirty 
miles of No. 6 wire was sold for emergency 
repairs, according to one representative. 
The Malden (Mass.) Electric Company 
expended $75,000 in storm repairs last 
week. Small motor orders are beginning 
to pile up, particularly from areas affected 
by salt water flooding. Orders for motors 
from Connecticut Valley districts range 
from 5 to 10 hp. and are being received 
in good volume. Small switch and control 
apparatus sales have taken a slight spur. 
One manufacturer has shipped more than 
500 testing sets through this district; con- 
siderable activity is reported in street light- 
ing reflectors. 

New construction ahead in this district 
is of such volume as to presage increases 
in sales of equipment for wiring. Last 
week a 300-kw. turbo-generator with ac- 
cessories was bid for approximately $17,000 
and will be installed in the Medfield 
(Mass.) State Hospital. Four housing 
projects aggregating $18,000,000 are under 
consideration for Boston and vicinity; more 
than $2,000,000 estimated cost is involved 
in new institutions projected for construc- 
tion in Massachusetts at an early date. 

Merchandising is spotty; in Massachu- 
setts a quick recovery from dullness due 
to the recent disaster is forecast. One dis- 
tributor recently disposed of a carload of 
electric washers in this district. In the 
Vermont area a group of central stations 
report sales of electric appliances above 
that reported at this time a year ago. 


PACIFIC COAST 


Electrical business is well distributed 
over the territory, but its nucleus consists 
of courthouses, schools, hospitals and other 
public work on widespread bidding or else 
of FHA frame construction featuring a few 
low price staples and fixtures, on which 
the gross profits are small. Overstocks of 
such material purchased before recent se- 
ries of price advances and sold on that 
basis also tend to weaken the stability of 
the market. 

Retail business is somewhat below usual 
seasonal standard, especially in the strike- 
bound San Francisco area, although San 
Francisco electrical wholesalers have so 
far been untouched by the warehousemen’s 
strike there. Public construction is topped 
by Fresno’s $900,000 postoffice and federal 
building, San Francisco’s $2,300,000 hos- 
pital program and the $3,000,000 State 
Prison at Chino in southern California. 
Additional construction in the Bay area in- 
cludes the first $700,000 low housing unit 
in San Francisco and 556 family units of 
four rooms averaging $2,733 each in Oak- 
land. Bond elections with prospective 
PWA backing received a majority of de- 


feats during the past week. Orders for 
steel towers aggregating $1,300,000 were 
placed to cover various lines in the Bon- 
neville project, of which the Bonneville 
to Grand Coulee tie-in is the longest, to- 
gether with approximately $950,000 of 
aluminum cable. Low bid on two gen- 
erators, size 60,000 kva., for the Bonne- 
ville power plant was $1,426,896 from the 
General Electric. Bids have been requested 
for the third circuit line from Boulder to 
Los Angeles. 


NEW YORK 


Business in this section is spotty, with 
most of the orders for equipment to re- 
habilitate damage left by the recent storm. 
A broadening of the appliance market is 
noted as a result of the Consolidated Edi- 
son drive. Orders to make up 50,000 pack- 
ages, containing an I.E.S. lamp, radio, 
iron and toaster, have been placed. An- 
other order for 800,000 bulbs has been 
placed. During the first five weeks 74,519 
packages were sold. 

Recovery in business is becoming more 
apparent and leaders are more optimistic. 
The sharp rise in security prices has re- 
opened the market for new securities. Suc- 
cess of recent utility flotations has lent en- 
couragement to broader industry financing. 

Electrical manufacturers note hopeful 
signs in recent orders. Inquiries for certain 
types of equipment have increased. Gov- 
ernment contracts are reaching the market 
in larger numbers, which means an im- 
petus to activity. Recent expressions in 
Administration circles indicate that a new 
breathing spell may be given to business. 


CHICAGO 


Developments in the past week estab- 
lished new grounds for optimism as to 
the outlook for business during the balance 
of the year. In virtually every line signs 
of steady expansion were in_ evidence. 
Industrial production continued to rise 
over a broad front. Output in the steel 
mills was up over the previous week as the 
demand reached highest level for the year. 

Employment and payrolls in this district 
show an increase of 5 per cent during Sep- 
tember. Railroads report freight move- 
ment in this area at the high point of the 
year. Retail trade is steady at approxi- 
mately 8 per cent below a year ago at this 
time. Construction work on factory build- 
ings started this month totals $766,400. 
PWA allotments have slackened somewhat, 
but still remain at a high level. Contracts 
awarded last week include $140,000 for 
electrical work in school projects. 

Electrical manufacturers report a steady 
rise in demand for equipment. One order 
received includes transformers, switchgear 
and other apparatus to cost approximately 
$83,000. Small motors and wiring devices 
are fairly active. Wire and cable sales 
are the highest in seven months. After 
slumping for several weeks, electric range 
installations show an upturn. Central- 
plant air-conditioning systems sold during 
the first nine months show an increase of 
39 over last year. Total capacity, how- 
ever, decreased 61 per cent. 
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Utility Securities Continue Climb 
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Continuing in their current bullishness, utility stocks and bonds made new. gains the 
past week, with the “Electrical World” stock index rising 1.2 point to 28.2, compared 
with 28.4 a year ago. The bond index was up 0.7 point in the week to 102.1 


Files $55,000,000 
Bond Issue With SEC 


Wisconsin Electric Power Company 
has filed a registration statement with 
the SEC covering $55,000,000 of 31% 
per cent first mortgage bonds due in 
1968. It stated the proceeds, with 
bank loans of $14,500,000 and Treasury 
funds, would be used chiefly to redeem 
outstanding bonds. Wisconsin Elec- 
tric Power is the former Milwaukee 
Electric Railway & Light Company. 
which this month acquired all of the 
capital stock of, and merged into itself. 
the former Wisconsin Electric Power 
Company (owner of the Lakeside gen- 
erating station) and assumed the name 
of that company. 


Other statements filed with the SEC 
follow: 


Public Service Company of Oklahoma 
has filed a statement, covering 40,519 
shares of 6 per cent prior lien stock, $100 
par value. The prior lien stock will be 
issued in exchange for $6 preferred stock, 
no par value, and class A_ stock, $100 
par value, of Southwestern Light & Power 
Company, a direct subsidiary of Public 
Service of Oklahoma. 

American States Utilities Corporation, 
Wilmington, Del., and _ its subsidiary, 
Dearborn-Ripley Light & Power Company, 
have filed application covering the sale 
of all the physical assets of Dearborn- 
Ripley to Public Service Company of 
Indiana at a price to net approximately 
$61,250. 

Philadelphia Company, Northern States 
Power Company of Delaware, Northern 
New England Company, Continental Gas 
& Electric Corporation and the United 
Light & Railways Company have filed on 
Form U-5-B, the complete form for regis- 
tration under the Holding Company Act. 

SEC has taken action on several ap- 
plications filed by utility companies: 

Application by the Wisconsin Public 
Service Corporation, a Standard Gas & 
Electric subsidiary, for exemption from 


the requirement of filing a declaration in 
connection with the issue of $2,500,000 of 
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4 per cent first mortgage bonds has been 
granted. 

Declaration by the United Light & 
Power Engineering & Construction Com- 
pany covering its organization and opera: 
tion as a subsidiary service company for 
the United Light & Power System has 
been approved. 

SEC has granted application by the 
Indiana General Service Company, an 
American Gas & Electric subsidiary, for 
exemption from the requirement of filing 
a declaration in respect to $6,500,000 of 
314 per cent first mortgage bonds due in 
1968, to be sold to a group of insurance 
companies. 


$37,500,000 Issue 
Offered by Utility 


The largest offering of public utility 
bonds to go on the market since early 
in August was made last week in the 
form of $37,500,000 of Virginia Elec- 
tric & Power Company first and refund- 
ing mortgage bonds, Series B 314% per 
cent, due in 1968 at 103% and inter- 
est from September 1. The company is 
negotiating to borrow $4,000,000 from 
banks over the next year. 

Net proceeds from the sale of the 
bonds, the $4,000,000 of bank loans and 
$1.500.000 contribution by the Engi- 
neers Public Service Company to the 
common stock capital of the company, 
will be used for refunding and for the 
construction of the 40,000-kw. addition 
to the generating capacity in Rich- 
mond. 

* 


Edison Puts Common Stock 


on $1.60 Annual Basis 


At a recent meeting directors of 
Commonwealth Edison Company _in- 
creased from 3114 cents to 40 cents the 
quarterly dividend rate on shares of the 
outstanding $25 par value stock of the 
company. The initial 40-cent dividend 





will be payable November 1 to stock. 
holders of record at the close of busi. 
ness October 14. 

The company has advised holders of 
Public Service Company of Northern 
Illinois shares that, upon exchange of 
securities at stated basis on or before 
October 14 for shares of the Edison 
company, they will be entitled to the 
dividend of 40 cents each on the latter. 


Columbia Dividends 


Authorized by SEC 


Columbia Gas & Electric Corporation 
has been authorized by the SEC under 
the Holding Company Act to pay 
$1,627,175 in dividends on November 
15 as the regular quarterly payment 
on its cumulative 6 per cent preferred 
stock, series A; cumulative preferred 
stock, 5 per cent series, and 5 per cent 
cumulative preference stock. The 
amounts to be paid on each class of 
stock are, respectively, $1,421,767. $50.- 
582 and $154,825. 

The commission made the following 
conditions relative to the payments: 

1. To the extent that said November 15 
dividend requirements may exceed 1938 
earnings available at the dividend declara- 
tion date, and to the extent that applicant 
may be required to charge any deficiency 
to “surplus at December 31, 1937,” appli- 
cant shall restore to said surplus account 
an equivalent amount out of its next avail- 
able earnings. 

2. To the extent that dividends have 
been paid to applicant by its subsidiaries 
during the current year other than out of 
1938 earnings or surplus credits applic- 
able to 1938 such excess shall be trans- 


ferred from income account to “surplus 
at December 31, 1937.” 


+ 
Seattle Issues Power Bonds 


City of Seattle, Wash., municipal 
light and power department, issued 
last week 414 per cent revenue bonds 
to the amount of $1,000,000, maturing 
serially from October 1, 1949, to Octo- 
ber 1, 1968. 





Utility Reports (Earnings) 





Net Income _ 
1938 1937 
*Engineers Pub. Serv.. $3,709,337 $3,379,663 
*Virginia Elec. & Pwr.. 3,396,304 3.558.291 
*Puget Sound Pwr. & 
a ere 1,518,772 1,738,493 
*Philadelphia Co. and 
MEMES. canines iss eee <s 6,531,891 9,140,289 
*Pennsylvania Pwr. & ena 
By nats tasakss esawces 7,706,113 8,082,905 
f*Associated G. & E. a 
and subs. ............ 35,003,510 36,201,245 
*Duquesne Light....... 8,892,544 10,492,964 
*Cons. GCG. E. L. & P. —- 
(Balt.) and sub....... 5,768,453 6,570,080 
*Kansas City Pwr. & : " 
2 Serre er, Cree 4,122,985 4,535,950 
*San Diego Cons. G. “ie 
ads aac 1,290,265 1,408,056 


—419 


*Memphis Pwr. & Lt... 1,930,362 1 24.715 
*Houston Ltg. & Pwr.. 2,915,915 2,610,200 
* Twelve months ended August 31. 
+ Operating Income (preliminary). 
een 





— 
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“WireLess” Licgutinc—Making use of 
the principle that certain gases, when 
sealed in a tube, become luminous when 
placed in a radio-frequency field, Lustron 
Lights, Inc., 114 East 32d Street, New York, 
N. Y.. is introducing a new system of tube 
lighting for the display and advertising 
sign fields. System consists of three es- 
sential parts—the electrodeless tube shaped 
into a letter or character, the energizing 
strips for radiating the energy from the 
power pack, a radio-frequency oscillator in 
a compact unit, which is plugged into any 
110-volt, a.c. outlet. These power packs 
range in size from 50 watts to 350 watts 
for outdoor use in theater marquees and 
signs. The letters, varying in height from 
2 to 12 in., become luminous when set 
over the energizing strip, which may be 
placed in the desired locations or perma- 
nently embedded there. 


Humipiriers—Recent contributions to 
winter comfort are the “Healthifier” units 
of Lion Manufacturing Corporation, Chi- 
cago, and the “humidifier-inhalator” of the 
Mayflower-Lewis Corporation, St. Paul, 
Minn. In the first unit, which is a floor- 
model, cabinet type, warm air is drawn 
in through the bottom part of the unit by 
a fan, filtered, humidified and then is sent 
out into the room. The other device adds 
moisture to the air in the room, heating 
only a small amount of water at a time, 
while the rest is kept at body temperature. 


Both units plug into the ordinary lighting 
outlet. 


Hot-CatHope StertLAMP—For operation 
on 115-volt a.c. circuits with a control unit 
similar to that used with fluorescent Mazda 
lamps, Westinghouse Electric & Manufac- 
turing Company, Bloomfield, N. J., an- 
nounces a 10-in. hot-cathode “Sterilamp.” 
Unit is primarily intended for such appli- 
cations as cabinet sterilizers and small unit 
air sterilizers; it is not now recommended 
for use in walk-in refrigerators or meat 
display cases or in the general field of food 
preservation, for which the cold-cathode 
“Sterilamp” is intended. 


Drarrinc Ar—New speed, smoothness 
and accuracy are brought to drafting by 
the new method of controlling the protrac- 
tor head called “touch control,” according 
to Charles Bruning Company, New York, 
N. Y., which announced the development 
to replace the more familiar thumb latch. 
Control button is located on the protrac- 
tor head, conveniently under the drafts- 
mans thumb. A touch on this button re- 
leases the head, allowing it to rotate freely; 
lifting the thumb locks the lead. A slight 


turn of the button enables the head to 
rotate f; eely. 
New Reststors—High-voltage resistors, 


announced by International Resistance 
Company, Philadelphia, Pa., and adjustable 
Wire-wound power resistors, brought out 
'y Clorostat Manufacturing Company, 
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Inc., Brooklyn, N. Y., are recent resistor 
developments. Voltages up to 100,000 at 
150 watts and greater on an 18'4x2-in. 
tube are said to be practical with the high- 
voltage resistors by use of a spiral forma- 
tion of the “metallized” resistance element 
on a ceramic base. The adjustable resistors 
are offered in 10- to 200-watt, 1- to 10-000- 
ohm sizes. In these units the resistance 
wire is coated with an inorganic cement 
solidified with a very low heat treatment. 
A sliding-band contact permits resistance 
variation. 


Timep Heat—To provide “timed heat” 
the Swartzbaugh Manufacturing Company, 
Toledo, Ohio, has added an automatic 
timer clock to its “Everhot” portable elec- 
tric room heater. The timer will turn the 
heat on or off at any time of day, covers 
a range of operation from fifteen minutes 
to 2114 hours and is rated at 15 amp., 125 
volts. As an added advantage, the clock 
may be detached from the heater and used 
for timing another electrical appliance. 


Srorace Fites—Included in the line of 
steel storage files announced by the Steel 
Storage File Company, Cleveland, Ohio, 
are styles particularly adapted to housing 
utility cash stubs. These units are built 
to fit the user’s forms and feature an in- 
tegral locking scheme enabling files to be 
stacked without slipping or tipping. 


Recessep Licutinc—Designed to com- 
bine easy installation with built-in appear- 
ance, new recessed reflector-refractors have 
been brought out by Holophane Company, 
Inc., New York, N. Y. To install, the 
plaster ring is set in place and_ the 
ceiling then plastered. Flexible wiring is 


“Deltaglass” Magnet Wire 


eee 


Recessed Reflector-Refractor 


Hot-Cathode “Sterilamp” 


brought from the outlet box to the socket 
in the fitter. Fitter is attached to the 
neck of the unit, and the reflector-re- 
fractor, resting on the finishing ring, is 
bolted to the ears of the plaster ring. A 
cup in the refractor member of the unit is 
removable for relamping. 


Giass-INSULATED Wire—“Deltaglass” is 
the name of the new glass fiber insulation 
used for a new line of magnet wire an- 
nounced by the General Electric construc- 
tion materials division, Bridgeport, Conn. 
Recommended for apparatus windings 
where the temperature does not exceed 
125 deg. C., the wire is wound with a glass 
yarn to which “Glyptal” varnish is applied. 
Another layer of glass yarn is wound over 
this, the varnish permeating both layers, 
binding them together and to the copper 
conductor. Small diameter of the glass 
fibers, plus the flowing qualities of the var- 
nish, is said to make the insulation thin- 
ner, thereby improving the space factor. 


RANcE Corp Sets—New range cord sets 
with bakelite cap and rubber cable have 
been brought out by the Bryant Electric 
Company, Bridgeport, Conn. Strain relief 
cord grip around the neck of the cap re- 
lieves strain on the prong and cable con- 
nections. Sets are rated at 30 and 50 amp., 
250 volts. 


Proyection Lamp—Better screening of 
16-mm. movies for commercial, educational 
and home use is said to be made possible 
with a new 1,000-watt projection lamp, an- 
nounced by General Electric Company’s in- 
candescent lamp department, Nela Park, 
Cleveland, Ohio. The lamp is said to 
deliver 50 per cent more light on the 
screen than the present standard lamp of 
like wattage and also to produce a whiter 
light. Improvement is attributed to change 
in the lamp’s internal construction and to 
burning the filament at higher tempera- 
tures. 


Power Rueostats — Rounding out its 
line of low power rheostats, Ohmite Manu- 
facturing Company, Chicago, IIll., has 
brought out a 75-watt power rheostat-po- 
tentiometer, Model “G.” Shaft and bush- 
ing assembly is insulated from the elec- 
trical circuit by a ceramic driving hub: 
rheostat can be mounted directly on metal 
panels without further insulation. 


“Wireless” Lighting 





“Mayflower” Humidifier 
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Supply Contracts Awarded 
by Government Agencies 


Supply contracts recently let by Fed- 
eral agencies under the provisions of 
the Public Contracts Act include the 
following: 

Memco Engineering & Manufacturing 
Company, Long Island City; Interior; 
switches; $24,460. 

Ward Leonard Electric Company, Mount 


Vernon; Navy; rheostats and reactors; $12,- 
898. 


Chase Brass & Copper Company, Inc., 
Waterbury, Conn.; War; brass; $12,680 
(estimated). 


Ajax Electrothermic Corporation, Tren- 
ton, N. J.; War; motor generator set; 


$83,700. 
* 


General Electric Contest 


Seven cash prizes will be awarded 
to authors of best papers on the selec- 
tion and application of small indus- 
trial heating plants in a contest being 
conducted by General Electric Com- 
pany. The winners will be selected by 
a jury of prominent electric service 
company executives. The prize money 
is to be distributed early in December. 
So far many utility operators and 
power sales engineers have entered the 
contest. 

e 


August Manufacturers’ Sales 


Manufacturers’ sales of electrical 
machinery, apparatus and supplies dur- 
ing August, as reported by 86 firms, 
totaled $17,872,000, a gain of 9.4 per 
cent over July and a loss of 17.3 per 
cent from August last year, according 
to the Department of Commerce. For 
all reporting industries (1,268 firms). 
sales totaled $252,150,000, a gain of 17 
per cent over July and a loss of 17.7 
per cent from August last year. 


Aluminum Gets Cable Award 


Bureau of Reclamation, Denver, Colo.. 
has awarded a contract to the Alumi- 
num Company of America, Pittsburgh, 
Pa., at $101,553 for 1,647,360 lineal 
feet of electrical conductor and acces- 
sories for new transmission lines for the 
Colorado-Big Thompson project. 


Starts Rewiring Program 


Brandon, Wis., this fall is inaugurat- 
ing a $6,000 four-year rewiring plan 
with the village divided into four sec- 
tions. Each year one of the sections 
will be rewired. The program was ex- 
plained to the board of trustees recently 
by D. W. Billings, superintendent of the 
Ripon division of the Wisconsin Power 
& Light Company; H. W. McKenzie, 
engineer, and A. J. Pleuss, local man- 
ager of the utility company at Brandon. 
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Eurauta, Ata.—Alabama Power Com- 
pany, Birmingham, has approved plans for 
expansion and improvements in transmis- 
sion and distributing lines in Southeastern 
part of state, including extension of pres- 
ent 110,000-volt line in that area to Eufaula, 
where connection will be made with new 
power substation. Also will rebuild and 
improve existing high-tension line to Union 
Springs and vicinity, and carry out similar 
reconstruction and betterments in present 
44,000-volt line between Eufaula and Dot- 
han. A number of additions to primary 
and secondary lines will be made at last 
noted place and surrounding district. Proj- 
ect will include extensions in secondary 
lines at other points mentioned, with addi- 
tional service facilities, as well as expan- 
sion in rural electric system throughout 
that area. Work is scheduled to begin this 
month. Cost estimated close to $400,000. 
Company also is arranging further line ex- 
tensions in same territory during coming 
year. 

FREDERICKSBURG, TEX.—Has plans under 
way for new municipal electrical distribut- 
ing system, including distribution power 
substation facilities, with transmission line 
connection to high-tension system of Colo- 
rado River Authority, from which power 
supply will be secured. Cost about $155,- 
000. Bond issue of $100,000 has been au- 
thorized and remainder of fund will repre- 
sent a federal grant. Joseph E. Ward, 
Harvey-Snider Building, Wichita Falls, 
Tex., is consulting engineer. 


Rosinson, Itt.—Ohio Oil Company, 
Findlay, Ohio, plans installation of motors 
and controls, electric-operated pumping 
machinery, conveyors and other equipment 
in connection with rebuilding of portion 
of main oil refining plant, comprising two 
operating units, at Robinson, recently de- 
stroyed by fire. Loss estimated close to 


$400,000. 


LoutsviLLe, Ky.—Louisville Gas & Elec- 
tric Company has approved plans for new 
power substation on Falls City Avenue, 
with transformers, switchgear and acces- 
sory equipment for service at State Fair 
Grounds and vicinity. Work is scheduled 
to proceed at once. 


Easton, Mp.—FEaston Utilities Commis- 
sion plans call for bids in October for ex- 
tensions and improvements in municipal 
electrical distributing system, first section 
of work to comprise underground conduit 
lines in downtown area, with service facil- 
ities. Installation of overhead lines in dif- 
ferent parts of municipality will form sec- 
ond contract to be awarded. Program will 
include additional power substation facil- 
ities and extensions in street-lighting sys- 
tem. Fund of $91,300 has been secured 
through federal aid. William Krumbine is 
engineer. 


Victoria, TEx.—Guadalupe-Blanco River 
Authority, Fort Worth, plans two hydro- 
electric power developments on Guadalupe 
and Blanco Rivers in vicinity of Victoria 
and Seguin, in Victoria and Guadalupe 
Counties, respectively. Projects will in- 


clude power dams, generating stations, 
power substations, transmission and dis. 
tributing lines. Cost estimated over $2, 
000,000, of which project at Victoria wil] 
represent approximately $950,000, and that 
at Seguin, close to $1,100,000. Financing 
is being arranged through federal aid. 


Hotianp, Micu.—Has concluded ar. 
rangements for a federal grant in amount 
of $675,621, and will provide additional f- 
nancing to make gross appropriation of 
$1,500,000 for proposed municipal steam- 
electric generating plant, with turbo-gen- 
erator units and auxiliary equipment, 
boilers and accessories. Plans will be com- 
pleted soon. Hamilton & Weeber, Grand 
Rapids, Mich., are consulting engineers. 


Jasper, Ata.—Homesteads Industries, 
Inc., Bankhead Farms, near Jasper, Homer 
Scott, president, recently organized, plans 
installation of motors and controls, regu- 
lators, conveyors and other equipment in 
new one-story hosiery mill. Fund of $300, 
000 has been secured through Farm Se- 
curity Administration, Washington, D. C., 
and work will begin soon. Dexdale Hosiery 
Mills, Lansdale, Pa., are interested in 
project and will take entire output of mill. 


Ames, Iowa—Is arranging early call for 
bids for extensions and improvements in 
municipal electric power plant, including 
installation of new electric generator and 
accessories, cooling tower and other equip- 
ment. Cost about $170,000, of which 
$76,600 will represent a federal grant. 


Loncview, WasH.—Washington Gas & 
Electric Company, Tacoma, Wash., has 
made contract with Cowlitz County Public 
Utility District No. 1, Longview, for whole- 
sale power supply. Power substation will 
be built near Castle Rock, vicinity of Long- 
view for service, with transformers and 
switching facilities. Transmission _ line 
will be extended to that point. 


Nites, On1o—Has plans maturing for 
installation of electrical distributing lines 
to cost about $110,100, larger part of fund 
to be used for new underground conduit 
system in business area. Financing is be- 
ing arranged through federal aid. A. H. 
Heidenrich, Hudson, Ohio, is consulting 
engineer. 


Arcapta, Fra—Has called a_ special 
election October 18 to approve bonds for 
$217,000 for new municipal electric power 
plant, to be supplemented by fund secured 
through federal aid. Plans are under way. 


GresHaM, Nes.—Plans installation of & 
municipal electrical distributing system, 
including power substation facilities. Cost 
about $30,500. Financing is being arrang 
through federal aid. 


Avamo, Tenn.—Has plans maturing for 
new municipal electrical distributing sy* 
tem, including transmission line connec 
tion with TVA high-tension lines, which 
will furnish power supply. Cost estimated 
at $43,000; bond issue of $24,000 has been 
authorized, remainder of fund to be s% 
cured through federal aid. 
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